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GENERAL NOTE 

In compiling this UNIT MILLWORK catalogue, we have endeavored 
to present in convenient sise and form, illustrations of all the windows and 
doors needed in the construction of any average home. 

The different designs of windows shown have been successfully used 
in hundreds of homes during the last five or six years and their use has made 
it possible to get away from the ordinary stock window and fit each opening 
with just the design and size needed to carry out any desired arrangement. 

A number of new designs have been added to our list of doors making 
this one of the largest assortments of up-to-date doors to be found in any 
catalogue in the Northwest. 

The UNIT system is designed to make the purchase of windows and 
doors as easy as possible, and to avoid the danger of making errors in select- 
ing this material. 

When you build according to the UNIT system it isn't necessary to 
list the different items needed. Neither is there the danger of ordering more 
or less than you need of certain items. 

To illustrate: Should you purchase one UNIT No. 303 in the Colonial 
Design on Plate No. 3, you would get one window 24x18/30 together with 
window frame, trim, sash weights, sash cord, sash lock and lift. The one 
price covering everything connected with this opening. 

The same applies to doors. If door No. B431 is ordered, the price 
would include the door, door frame, door trim, High Grade Yale Front 
Door Lock and door hinges. 

After you have given us the number and sizes of the different win- 
dows and doors you need we will see that your frames are made correctly, 
and that you get the proper amount of inside finish. The correct weight is 
marked on each sash, and weights furnished to properly balance them after 
they are set in the frames. 

In ordering UNIT windows and doors, be sure to give Plate Number 
as well as Unit number, so we will know which design you have chosen. 

If you order casement sash, state whether they swing in or out. This 
also applies to pairs of sash. 

The price of Unit Front Doors includes Yale Front Door Lock, Syrian 
design AS7450, Zenobian Design AZ7450 or Athenian Design AA7450. 
Be sure to state which design you want. 

Kitchen Doors and Interior Doors, are furnished with inside locks, 
Syrian Design AS8080, Zenobian Design AZ8080 or Athenian Design 
AA8080. This lock should be selected to match whichever Front Door lock 
you choose. 
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No. 101 

Size 12x18-30 
Stud Opening 1-10x4-10 




No. 102 

Size 18x18-30 
Stud Opening 2-4x4-10 




No. 103 

Size 24x18-30 
Stud Opening 2-10x4-10 




No. 104 

Size 30x18-30 
Stud Opening 3-4x4-10 




No. 105 

Size 36x18-30 
Stud Opening 3-10x4-10 




No. 106 

Size 42x18-30 
Stud Opening 4-4x4-10 




No. 107 

Size 48x18-30 
Stud Opening 4-10x4-10 




No. 108 

Size 18x18-24 
Stud Opening 2-4x4-4 




No. 109 

Size 24x18-24 
Stud Opening 2-10x4-4 




No. 110 

Size 30x18-24 
Stud Opening 3-4x4-4 




No. Ill 

Size 36x18-24 
Stud Opening 3-10x4-4 




No. 112 

Size 18x18 
Ftud Opening 2-4x3-10 




No. 113 

Size 24x18 
Stud Opening 2-10x3-10 




No. 114 

Size 30x18 
Stud Opening 3-4x3-10 
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No. 115 

Size 36x18 
Stud Opening 3-10x3-10 



Cottage Design Plate No. 1 
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No. 116 

Size 18x14 
Stud Opening 2-4x3-2 




No. 120 

Size 12x18 
Stud Opening 1-7x2-3 



No. 124 

Size 36x18 
Stud Opening 3-7x2-J 




No. 129 

Size 12x36 
Stud Opening 1-7x3-9 




No. 133 

Size OM 32x35 
Stud Opening 2-11x3-3 



No. 117 

Size 24x14 
Stud Opening 2-10x3-2 




No. 121 

Size 18x18 
Stud Opening 2-1x2-3 





No. 125 

Size 12x24 
Stud Opening 1-7x2-! 




No. 130 

Size 18x36 
Stud Opening 2-1x3-9 



No. 134 

Size OM 44-35 
Stud Opening 3-11x3-3 





No. 118 

Size 30x14 
Stud Opening 3-4x3-2 




No. 122 

Size 24x18 
Stud Opening 2-7x2-3 





No. 126 

Size 18x24 
Stud Opening 2-1x2-9 



No. 127 

Size 12x30 
Stud Opening 1-7x3-3 




No. 131 

Size OM 32x29 
Stud Opening 2-11x2-! 



No. 119 

Size 36x14 
Stud Opening 3-10x3-2 




No. 123 

Size 30x18 
Stud Opening 3-1x2-3 





No. 128 

Size 18x30 
Stud Opening 2-lx3-J 




No. 132 

Size OM 44x29 
Stud Opening 3-11x2-9 





No. 135 

Size OM 32-41 
Stud Opening 2-llx§tej 3-9 




No. 136 

Size OM 44x41 
Stud Opening 3-11x3-9 



COTTAGE DESIGN PLATE NO. 1 
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No. 201 

Size 12x18-30 
Stud Opening 1-10x4-10 




No. 205 

Size 36x18-30 
Stud Opening 3-10x4-10 




No. 208 

Size 18x18-24 
Stud Opening 2-4x4-4 




No. 212 

Size 18x18 
Stud Opening 2-4x3-10 





No. 202 

Size 18x18-30 
Stud Opening 2-4x4-10 



No. 203 

Size 24x18-30 
Stud Opening 2-10x4-10 




No. 206 

Size 42x18-30 
Stud Opening 4-4x4-10 





No. 209 

Size 24x18-24 
Stud Opening 2-10x4-4 



No. 210 

Size 30x18-24 
Stud Opening 3-4x4-4 





No. 213 

Size 24x18 
Stud Opening 2-10x3-10 



No. 214 

Size 30x18 
Stud Opening 3-4x3-10 




No. 204 

Size 30x18-30 
Stud Opening 3-4x4-10 




No. 207 

Size 48x18-30 
Stud Opening 4-10x4-10 




No. 211 

Size 36x18-24 
Stud Opening 3-10x4-4 



[Ml 

No. 215 

Size 36x18 
Stud Opening 3-10x3-10 



Bungalow Design Plate No. 2 
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No. 216 

Size 18x14 
Stud Opening 2-4x3-2 




No. 217 

Size 24x14 
Stud Opening 2-10x3-2 




No. 218 

Size 30x14 
Stud Opening 3-4x3-2 
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No. 219 

Size 36x14 
Stud Opening 3-10x3-2 



No. 220 

Size 12x18 
Stud Opening 1-7x2-3 



No. 224 

Size 36x18 
Stud Opening 3-7x2-5 




No. 229 

Size 12x36 
Stud Opening 1-7x3 




No. 233 

Size OM 32x35 
Stud Opening 2-11x3-5 




No. 221 

Size 18x18 
Stud Opening 2-1x2-3 





No. 225 

Size 12x24 
Stud Opening 1-7x2-1 




No. 230 

Size 18x36 
Stud Opening 2-1x3-9 



No. 234 

Size OM 44-35 
Stud Opening 3-11x3-3 



WD 



No. 222 

Size 24x18 
Stud Opening 2-7x2-5 




No. 223 

Size 30x18 
Stud Opening 3-1x2-3 




No. 226 

Size 18x24 
Stud Opening 2-1x2-9 
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No. 231 

Size OM 32x29 
Stud Opening 2-11x2-9 






No. 227 

Size 12x30 
Stud Opening 1-7x3-3 



No. 228 

Size 18x30 
Stud Opening 2-1x3-5 




No. 232 

Size OM 44x29 
Stud Opening 3-11x2-9 





No. 235 

Size OM 32-41 
Stud Opening 2-11x39 



No. 236 

Size OM 44x41 
Stud Opening 3-11x3-9 



Bungalow Design Plate No. 2 
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No. 301 

Size 12x18-30 
Stud Opening 1-10x4-10 





No. 302 

Size 18x18-30 
Stud Opening 2-4x4-10 



No. 303 

Size 24x18-30 
Stud Opening 2-10x4-10 




No. 304 

Size 30x18-30 
Stud Opening 3-4x4-10 




No. 305 

Size 36x18-30 
Stud Opening 3-10x4-10 




No. 306 

Size 42x18-30 
Stud Opening 4-4x4-10 




No. 307 

Size 48x18-30 
Stud Opening 4-10x4-10 




No. 308 

Size 18x18-24 
Stud Opening 2-4x4-4 




No. 309 

Size 24x18-24 
Stud Opening 2-10x4-4 





Stud Opening 3-4x4-4 



No. 311 

Size 36x18-24 
Stud Opening 3-10x4-4 




No. 312 

Size 18x18 
Stud Opening 2-4x3-10 




No. 313 

Size 24x18 
Stud Opening 2-10x3-10 




No. 314 

Size 30x18 
Stud Opening 3-4x3-10 
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No. 315 

Size 36x18 
Stud Opening 3-10x3-10 



Colonial Design Plate No. 3 
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No. 316 

Size 18x14 
Stud Opening 2-4x3-2 




No. 320 

Size 12x18 
Stud Opening 1-7x2-3 




No. 317 

Size 24x14 
Stud Opening 2-10x3-2 




No. 321 

Size 18x18 
Stud Opening 2-1x2-5 



rmit 
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No. 318 

Size 30x14 
Stud Opening 3-4x3-2 



No. 322 

Size 24x18 
Stud Opening 2-7x2-3 




No. 319 

Size 36x14 
Stud Opening 3-10x3-2 




No. 323 

Size 30x18 
Stud Opening 3-1x2-5 




No. 324 

Size 36x18 
Stud Opening 3-7x2-3 




No. 329 

Size 12x36 
Stud Opening 1-7x3-9 




No. 333 

Size OM 32x35 
Stud Opening 2-11x3-5 




No. 325 

Size 12x24 
Stud Opening 1-7x2-9 




No. 330 

Size 18x36 
Stud Opening 2-1x3-9 




No. 326 

Size 18x24 
Stud Opening 2-1x2-9 



No. 331 

Size OM 32x29 
Stud Opening 2-11x2-9 
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No. 327 

Size 12x30 
Stud Opening 1-7x3-5 



No. 328 

Size 18x30 
Stud Opening 2-1x3-3 





No. 334 

Size OM 44x35 
Stud Opening 3-11x3-3 



No. 335 

Size OM 32x41 
Stud Opening 2-11x3-9 




No. 332 

Size OM 44x29 
Stud Opening 3-11x2-9 




No. 336 

Size OM 44x41 
Stud Opening 3-11x3-9 



Colonial Design Plate No. 3 
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No. 401 

Size 12x18-30 
Stud Opening 1-10x4-10 




No. 402 

Size 18x18-30 
Stud Opening 2-4x4-10 




No. 403 

Size 24x18-30 
Stud Opening 2-10x4-10 




No. 404 

Size 30x18-30 
Stud Opening 3-4x4-10 




No. 405 

Size 36x18-30 
Stud Opening 3-10x4-10 




No. 406 

Size 42x18-30 
Stud Opening 4-4x4-10 




No. 407 

Size 48x18-30 
Stud Opening 4-10x4-10 




No. 408 

Size 18x18-24 
Stud Opening 2-4x4-4 




No. 409 

Size 24x18-24 
Stud Opening 2-10x4-4 




No. 410 

Size 30x18-24 
Stud Opening 3-4x4-4 




No. 411 

Size 36x18-24 
Stud Opening 3-10x4-4 
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No. 412 

Size 18x18 
Stud Opening 2-4x3-10 




No. 413 

Size 24x18 
Stud Opening 2-10x3-10 
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No. 414 

Size 30x18 
Stud Opening 3-4x3-10 




No. 415 

Size 36x18 
Stud Opening 3-10x3-10 



Victorian Design Plate No. 4 
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No. 416 

Size 18x14 
Stud Opening 2-4x3-2 




No. 417 

Size 24x14 
Stud Opening 2-10x3-2 




No. 41 

Size 30x14 
Stud Opening 3-4x3-2 




No. 419 

Size 36x14 
Stud Opening 3-10x3-2 




No. 420 

Size 12x18 
Stud Opening 1-7x2-3 




No. 421 

Size 18x18 
Stud Opening 2-1x2-3 
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No. 422 

Size 24x18 
Stud Opening 2-7x2-< 




No. 423 



Size 30x18 
Stud Opening 3-1x2-3 




No. 424 

Size 36x18 
Stud Opening 3-7x2-3 




JHHNMNMMNHi 
No. 429 
Size 12x36 
Stud Opening 1-7x3-9 





No. 433 

Size OM 32x35 
Stud Opening 2-11x3-3 



No. 425 

Size 12x24 
Stud Opening 1-7x2-1 
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No. 430 

Size 18x36 
Stud Opening 2-1x3-9 




No. 426 

Size 18x24 
Stud Opening 2-1x2-9 



No. 431 

Size OM 32x29 
Stud Opening 2-11x2-9 




No. 434 

Size OM 44-35 
Stud Opening 3-11x3-3 




No. 427 

Size 12x30 
Stud Opening 1-7x3-3 





No. 428 

Size 18x30 
Stud Opening 2-1x3-3 




No. 432 

Size OM 44x29 
Stud Opening 3-11x2-9 





No. 435 

Size OM 32-41 
Stud Opening 2-llxl| 3-9 



No. 436 

Size OM 44x41 
Stud Opening 3-11x3 



Victorian Design Plate No. 4 
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QUALITY 

Front Doors 



No. B-131 

2-8 x 6-8—1% 

2- 8 x 6-8—1% 

3- 0 x 6-8—1% 



No. B-133 

Glass cut with wood bars 

2-8 x 6-8—1% 

2- 8 x 6-8—1% 

3- 0 x 6-8—1% 




B-131 



B-133 





No B-138 

Glass cut with wood bars 

2-8 x 6-8—1% 

2- 8 x 6-8—1% 

3- 0 x 6-8—1% 



No. B-136 

Glass cut with wood bars 

2-8 x 6-8—1% 

2- 8 x 6-8—1% 

3- 0 x 6-8—1% 




B-138 



B-136 
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B-140 B-142 




B-144 B-146 
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Quality 
Front Doors 



No. B-148 
Glass cut with zinc bars 
Raised mould one side 

2-8 x 6-8—1% 

2- 8 x 6-8—1% 

3- 0 x 6-8—1% 



No. B-150 
Glass cut with zinc bars 
Raised mould one side 

2-8 x 6-8—1% 

2- 8 x 6-8—1% 

3- 0 x 6-8—1% 




B-148 



B-150 




B-152 B-154 
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Quality 
Front Doors 



No. B-156 
Raised mould one side 

2- 8 x 6-8—1% 

3- 0 x 6-8—1% 
3-0 x 7-0—1% 



No. B-158 
Raised mould one side 

2- 8 x 6-8—1% 

3- 0 x 6-8—1% 




B-156 



B-158 




No. B-162 

Glass cut with zinc bars 

2-8 x 6-8—1% 

2- 8 x 6-8—1% 

3- 0 x 6-8—1% 



No. B-164 

Glass cut with zinc bars 
Raised mould one side 

2-8 x 6-8—1% 
2-8 x 6-8—1% 
3 0 x 6-8—1% 




B-162 



B-164 
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Quality 
Front Doors 



No. B-166 
Glass cut with wood bars 

2-8 x 6-8—1% 

2- 8 x 6-8—1% 

3- 0 x 6-8—1% 



No. B-168 

Glass cut with zinc bars 

2-8 x 6-8—1% 

2- 8 x 6-8—1% 

3- 0 x 6-8—1% 




B-166 



B-168 




No. B-155 

Glass cut with wood bars 

2-8 x 6-8—1% 

2- 8 x 6-8—1% 

3- 0 x 6-8—1% 



No. B-160 

Glass cut with wood bars 

2-8 x 6-8—1% 

2- 8 x 6-8—1% 

3- 0 x 6-8—1% 




B-155 



B-160 
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B-155S 



Door No. B-160 
Glass cut with wood bars 

2-8 x 6-8—1% 

2- 8 x 6-8—1% 

3- 0 x 6-8—1% 



Side Light No. B-160-SL 
Glass cut with wood bars 

1-0 x 6-8—1% 
1-2 x 6-8—1% 
14 x 6 8—1% 



Triple 
Front Entrances 



Door No. B-155 

Glass cut with wood bars 

2-8 x 6-8—1% 
2-8 x 6 8—1% 
3 0 x 6 8—1% 



Side Lights No. B-155SL 
Glass cut with wood bars 

1 0 x 6-8—1% 
1-2 x 6-8—1% 
1-4 x 6 8—1% 
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B-160S 
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Quality 
Sash Doors 



No. B-214 

2-6 x 6-6—1% 
2-6 x 6-8—1% 
2-8 x 6-8—1% 
3 0 x 6-8—1% 



No. B-182 

2-6 x 6-6—1% 

2-6 x 6-8—1% 

2-8 x 6-8—1% 

3 0 x 6-8—1% 




B-214 



B-182 
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B-264 
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Quality 
French doors 
In Pairs 



No. B-252 
Glass cut with wood bars 
3 inch stiles for narrow French door locks 

Size of opening 

5-0 x 6-6—1% 

4- 0 x 6-8—1% 

5- 0 x 6-8—1% 
5-4 x 6-8—1% 



B-252 
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B-1V 



Quality 
Inside Doors 



No, 

2-0 
20 
2-6 
2-0 
2-2 
2-4 
2-6 

2- 8 

3- 0 



B-2V 

6-0—1% 
6-6—1% 
6-6—1% 
6-8—1% 
6-8—1% 
6-8—1% 
6-8—1% 
6-8—1% 
6-8—1% 



MIRROR DOOR 
No. B-MI 

Glazed with polished bevel plate mirror 
One panel back 

2-0 x 6-8—1% 
2-2 x 6-8—1% 
2-4 x 6-8—1% 
2-6 x 6 8—1% 
2-8 x 6-8—1% 




B-MI 



No, 

2-0 
20 
2-4 
2-6 
2-0 
2-2 
2-4 
2-6 

2- 8 

3- 0 



B 

6-0 
6 6 
6-6 
6-6 
6-8 
6 8- 
6-8 
6-8 
6-8- 
6 8 



IV 

-1% 
-1% 
-1% 
-1% 
-1% 
1% 
1% 
1% 
1% 
— 1% 



No. B-5X 



2-0 
20 
2-4 
2-6 
2-0 
2-4 
2-6 

2- 8 

3- 0 



6-0—1% 
6 6—1% 
6-6—1% 
6-6—1% 
6-8—1% 
6-8—1% 
6 8—1% 
6-8—1% 
6 8—1% 




B-5X 
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B-278 

[ Page Twenty ] 



Philippine 
Mahogany 
Front Doors 

The doors shown on pages twenty and 
twenty-one are made from Philippine 
Mahogany; a beautiful ribbon figured 
wood imported from one of the islands 
of the Philippine group. 

These doors are constructed by gluing 
a veneer of mahogany over a soft wood 
core. A high grade of waterproof glue 
is used to insure a permanent job even 
when the doors are exposed to driving 
storms. 



No. B-274 
Raised mould outside 

2- 8 x 6-8—1% 

3- 0 x 6-8—1% 
30 x 7-0—1% 



No. B-276 
Glass cut with zinc bars 

2-8 x 6-8—1% 

2- 8 x 6-8—1% 

3- 0 x 6-8—1% 



No. B-278 

Glass cut with zinc bars 
Raised mould outside 

2-8 x 6-8—1% 

2- 8 x 6-8—1% 

3- 0 x 6-8—1% 



No. B-280 

Glass cut with zinc bars 
Raised mould outside 

2-8 x 6-8—1% 

2- 8 x 6-8—1% 

3- 0 x 6-8—1% 




B-276 




B-280 
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Philippine 
Mahogany Doors 



No. B-282 
Raised mould outside 

2-8 x 6-8—1% 
3 0 x 6-8—1% 



INSIDE DOORS 
No. B-284 

2-0 x 6-0—1% 
2 0 x 6 6—1% 
2-6 x 6-6—1% 
2-0 x 6-8—1% 
2-2 x 6-8—1% 
2-4 x 6-8—1% 
2-6 x 6 8—1% 
2 8 x 6-8—1% 



No. B-286 
Glass cut with wood bars 

2-6 x 6-6—1% 
2-6 x 6-8—1% 
2-8 x 6-8—1% 




No. B-288 

Glass cut with wood bars 

2-6 x 6-6—1% 
2-6 x 6-8—1% 
2-8 x 6-8—1% 



B-286 




B-288 
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MAHOGANY MOULDINGS 

On pages twenty-two and twenty-three are shown 
a number of designs of mahogany mouldings and 
trim. There is a beauty and dignity in the soft 
ribbon figure of this wood that is making it increas- 
ingly popular with the builder who is trying to 
build the out-of-the-ordinary home. Its use, to- 
gether with mahogany doors, in the main living 
rooms adds very little to the total millwork cost. 



No. 


Description 


Net Size, 


300 


Astragal 


I%x2 


301 


Ceiling Mould 


V2XIV4 


302 


Ceiling Cove 


1^x3 y 2 


303 


Picture Mould 


3/4x1% 


304 


Stair Rail 


2V2x2% 


305 


Stair Filler 




306 


Bull Nose ,Base 


%x7V4 


307 


Base Mould or Panel Mould 


%xl 


308 


Bull Nose Base 


%x5V 2 


309 


Base Shoe 


y 2 x34 


310 


Door Jamb 


1x5 Vs 


311 


Door Stop for 134" door 


%xl% 


312 


Door Stop for 1%" door 


%x2% 
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